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14 Mar 67 

The Direct©* 

GA Carver 

Initial Run of the New Piciflctfteo 
Measurement System 


Attached for you* information i* a summary 
of the results of the first month's nation-wide 
uee of the new hamlet evaluation grid developed 
by this Staff. 


George A. Carver* Jr. 

Special At si eta at for Vietnamese Affairs 
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Attachment 
SAIGON r 


j/Adm. Taylor 


1 - Pacification Measurement file w/cable 
1 - VAS Chrono 
1 - GAC Chronol 
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